SAVE MONEY 


USE 
KENT 


FLUORESCENT CHANNELS 


TO INSTALL 
TO ASSEMBLE 
TO SERVICE 
TO SPLICE OUT 


Kent Metal Manufacturing Company, Inc. 
490 Johnson Ave., Brooklyn, N. Y. 





BULLETIN No. 12 


va]hy Pe oa 


4in One 








10148 
with two Type-A 


10136 
with Type A and C 





Money Saving combinations to convert our regular channel strips into efficient Industrial Lighting Units. 
Direct the light where required thru use of “Directional Intensifiers.” Only a Screw Driver needed to Attach. 


LIGHT CAN BE USED FOR 


COVE LIGHTING INSPECTION DEPARTMENT SHIPPING ROOM 
OVER WORK BENCH DESIGNING ROOM STOCK ROOM 
Intensifiers — Style “A””................. 30c. List Price per foot. Intensifiers — Style “C”’................ 39c. List Price per foot. 


TO GET PRICE OF COMBINATION UNIT 
Take list of channel wanted and add list price per LEN 





foot of Intensifier. 





Example: 
Channel No. 6-148 1 It., 40 Watt — List........... $ 9.00 
2 Style C Intensifiers (8 feet) © — List........... 3:12 
10448 
Single and multiple channels Combination — List.......... $12.12 A B c 


with two Type C reflectors. Can also be used for any number of lights Intensifier Intensifier Intensifier 


Sino dord tS epreseeny Cerree 





OPEN VIEW 
SHOWING CONSTRUCTION OF CHANNELS 
Sockets, starters and ballasts are in one compact unit. 
Top shell serves as cover only. This method of con- 
struction greatly facilitates installation. 
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uorescent UMINALPES 











PENDANT 
NUMBER |LIGHTS WATTS | LENGTH | WIDTH DEPTH | OVERALL 


LOW POWER | HIGH POWER 
$28.50 $36.75 
15.00 48.00 



























Kies ih Roe Units 


OPEN FACE 


Price Wired 
as nee Bare | Low Power High Power 








Exposed surface finished in 
white enamel. Reflectors white 
enamel. 


Mmonpoe | PO pK | POD | PON 


2118FG ox 20404 
2218FG 7 é 8%" x 20/4" 
2318FG e "x 20%" 

2418FG s a “x 20%" 


2124FG 
























No. 2348FG 2224FG A: : . a 
2324FG 4 Bi ex is 
2424FG q ; ‘s ri 
2136FG ie fs “x 38%" 
2236FG - re 834" x 383%" 
2336FG 4 a ax SOsae 


2436FG iu a "x 38%" 
Equipped with frame and = : 


aurora glass. Frames finished arene 
in white enamel or aluminum. 2348FG 
Reflectors in white enamel. 2448FG 


BOX EXPOSED Price Wired Wired 
.| WATT | SIZE ale |__Bare _| | Low Power, Power | High Power _ Power 


| 





No. 2340 


Exposed surfaces finished in 
white enamel. 
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